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SUBJECT: ENERGY: AVAILABILITY OF DEPUTY DIRECTOR OF THE GREEK 
NATIONAL ENERGY COUNCIL, DR. GEORGE S. ARGYROPOULOS TO BE 
VICE CHAIRMAN OF THE IEA/SLT.N 

REF: A. ATHENS 2251, B. STATE 51001 

AFTER CONSULTATION WITH MINISTER OF COORDINATION PANAGIS PAPA- 
LIGOURAS, DR. R. MOISSIS, DIRECTOR OF GREEK ENERGY NATIONAL 
COUNCIL, CONFIRMED TO EMBASSY MARCH 12 THAT DR. ARGYROPOULOS 
WOULD BE AVAILABLE TO ATTEND REGULAR SLT MEETINGS. GOG FAVORS 
ARGYROPOULOS CANDIDACY FOR IEA VICE CHARIMAN AND WOULD 
WELCOME U.S. SUPPORT. 
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